|BILL NO. G-68-08- /8 
GENERAL ORDINANCE NO. G-.77-¢€F 
AN ORDINANCE amending the Building Code 


|i as to fees for permits for Electrical 
Installations. 


(INDIANA: 


| SECTION 1. Section 109.2.1 of Division 100 of Chapter 37 
lof the Municipal Code of the City of Fort Wayne, Indiana, 1946, 
as amended and recodified by General Ordinance No. G-66-66, 


‘passed by the Common Council on June 14, 1966, and approved by the 
Mayor on June 15, 1966, hereinafter referred to as the Building 


i} 
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| 
BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
| 
| 
| 
| 
| 
| 


‘Code, is hereby amended to read as follows: 


| "Fees for Permits - Before any permit is granted for 
| the installation or alteration of electrical wiring, 
| devices, appliances or equipment, the person making 
| application for such permit shall pay to the City of 
| Fort Wayne fees as specified below: 


| A. Lighting Circuits 


| (1) One circuit or extension to wiring 
j less than one circuit----------------- $1.00 


| (2) Each additional circuit to and in- 
| cluding ten circuits----------==---==-— T5 
| 


(3) Each additional circuit thereafter------ -40 
B. Lighting Fixtures 
j (1) One or two fixtures=--=-==--=-=-==--====== 1.00 
{ 


li (2) Each additional fixture=---------------= - 10 


C. Electric Ranges, Electric Dryers, Electric 


Water Heaters 
H Each Unit------------------------------------ 1.00 


i D. Electric Space Heating 


j Each circuit--------------------------------- 1.00 
(Fee includes panels, convectors or cable) 


E. Motors, Generators, Welding Machines and 
Similar Apparatus 


(1) Up to and including 5 HP, each unit----- $2.00 


(2) Over 5 HP and including 10 HP, each 
(3) Over 10 HP and including 20 HP, each 
(4) Over 20 HP and including 50 HP, each 
(5) Over 50 HP and including 100 HP, each 
(6) For motors over 100 HP add $2.00 for 
each 100 HP 
F. Service Entrances 


(1) Up to and including 200 ampere----------— 1.00 


(2) Over 200 ampere and including 400 
AMPCL Cwm ee ee ee en eee nee 2.00 


(3) Over 400 ampere and including 600 
AMNPCL Cr a re rn rn ee eee 3.00 


(4) Over 600 ampere----------------—--------- 4.00 


G. Existing Circuits Connected to New Service 


Entrance When No Other Wiring Is Being 
Installed 


Each application----------------------------- $1.00 


H. Electric Signs 


(1) Extension to wiring less than one 


circuit-----------------------------= $1.00 
(2) One Circuit----------------------------- i00 
(3) Two to ten circuits each---------------- S79 
(4) Over ten circuits each------------------ .40 


| I. Wiring Devices, Appliances and Equipment 
| Not covered by Above Schedule | 


| 
| Each Application------—~+~---------------~——~-- $1.00" | 


‘effect from and after its passage, approval by the Mayor and 


| 
SECTION 2. This Ordinance shall be in full force and | 
publication as required by law. 


Bill No. _G-68-08-18 
REPORT OF THE COMMITTEE ON REGULATIONS 
We, your Committee on Regulations to whom was referred an Ordinance 
ji be Bud ids Cod ba oe f Te Pes oat 2 llati 


have had said Ordinance under consideration and beg leave to y back to the Common 


"4 


4 
Ji 


Council that said Ordinance ) PASS. 


PHIL A, XSTEIGERWALD, Chairman 


` _CELIA ANN FAY, Vice-Chairman — — — —— 


THOMAS G. ADAMS 


OHN H, ROBINSON E 
DWIN J. ROUSSEAU ka 


CONCURRED IN 
FUAD G. BONAHOOM, CITY CLERK 


DAT 


Read the first time in full and on motion by 7 co seconded by 
and duly adopted, read the eee time by title and referrec 
to the (Committee on) (ican Fa Ciera (and—to.the-City—Plai 
~Gommi-ssion™ for recommendation)~ Cand-Pyblic Hearing to-be held» after due-legal. notice, 
at..the-GouneilChambers;” City Harl; Fort Wayne, Indiana, on 


E e 2 = cae © 4-9 fat Or A E z l 196 » at o'clock 


City Clerk 


BM ETS TT. 


Cc O 5 l od 
Date: fe) / 2- bË - 


Read the third time in full and on motion by 


seconded by fe See duly adopted placed on its passage. 


Passed (86T) by the following vote: 


AYES á ş NAYS d ABSTAINED 7 ABSENT ( to-wit: 
Adams + 
Dunifon e~ 
Fay aa 
Geake oo 
Nuckols 
Robinson — 
Rousseau | a 
Steigerwald ¢ 
Tipton A 
Date nee. s5 ss Ze 


City Clerk 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
(Zoning.Map) (General) (Annexation)¢Spectal) (Appropriation) Ordinance (Resolution): No. AS2-CF 


on the Z% ZA day of , 196 are. 


of ATTEST? 


(SEAL) 


City Clerk / 
. / 7 

d by me to the Mayor of the City of Fort Wayne, Indiana, on the 2S3//— day 

ff y 

, 196 § at the hour of J2 CO o'clock Kl .M.,E.S.T. 


J 
LG 


~ City Clerk 
Approved and signed by me this 2 Ad day of Bete fe , 196% 
at the hour of fx @ Z; Poloes P .M.,E.S.T. 


Mayor C 


of 


